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45 

ACTION ARA-10 

INFO OCT-01 ISO-OO ARAE-00 OC-06 CCO-OO SY-05 A-01 OPR-02 

SS-15 SSO-OO INR-07 INRE-00 FBOE-OO /047 W 

061027 

O 091816Z AUG 76 

FM AMEMBASSY KINGSTON 

TO SECSTATE WASHDC IMMEDIATE 1978 

UNCLAS KINGSTON 3309 

FOR ARA/MGT, ARA/CAR, FBO, OC, SY/FO AND S/S-0 

E.O. 11652: N/A 

TAGS: ABLD, ACOM ASEC 

SUBJECT: POWER FAILURE EMBASSY KINGSTON 

REF: KINGSTON 3307 

1 . ELECTRICAL CONTRACTOR HAS VISITED CHANCERY AND INSPECTED 
DAMAGE. HE CONFIRMS OUR ESTIMATE POWER OUTAGE REFTEL. 

2. DURING POWER OUTAGE EMBASSY OFFICERS WILL AUGMENT MSG 
WATCH DURING HOURS 2000 TO 0800. (ONE OFFICER, ONE MSG). 

3. DURING OUTAGE ONE DIRECT LINE TELEPHONE WILL BE MANNED 
ON 24 HOUR BASIS. TELEPHONE NUMBER 932-5568 RPT 932-5568. 

HOME TELEPHONE FOR CHARGE, JOHN DORRANCE IS 942-2282 RPT 
942-2282. 
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